Area Percent / Library Seai^ch Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\08_21_08\619053.D 
KAC 

22 Aug 2008 00:51 

BLANK 

2 

DRUGS 

RTE 


O V 




\ 




Abundance TIC: (>T9053.tJ 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


619053.D 


Thu Dec 23 15:39:42 2010 


Page 1 


Folk_OIG_PRR_069546 










Area Percent / Library Search Report 


Information fror 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

0 Data Pile: 

E:\SYSTEM7\08 21 08\619054.D 

KAC 

22 Aug 2008 1:03 

COCAINE STD 

54 

DRUGS 

RTE 

®und^ce' 

. — .. .... . rjcr 6 wmi^~ ......... 

1200000 j 

! i 

4 j 74 ■ 

ioooooo| 

1 I 

i 

i aoooooj 


i eooooo! 

i! 

1 \ 

I 40ooooi 

J ; 

: 200000 ) 

1 : j 

! _T—T-, _ 


'Tlme-> ZOO 2i6 3.00 

z.ho 4 . 56 ’^TSo^.bo ’ s.feo aoo aoo 7,06 7.^6 a.oo' ' 8.60 aoo abo 


Ret. Time 

Area Area % Ratio % 

4.739 

1154540 100.00 100.00 


619054 .D 


Thu Dec 23 15:39:45 2010 


Page 1 


Folk_OIG_PRR_069547 










Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEM7\08 21 08\619054.D 



Operator 

KAC 



Date Acquired 

22 Aug 2008 1:03 



Sample Name 
Submitted by 

COCAINE STD 



Vial Number 

54 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C;\DATABASE\SLI,L 

Minimum Quality 

: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 

: 90 

PK# RT 

Library/ID 

CAS# Qual 


1 4.74 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance’ 


S2 


" Average 6r4T1Tr6~fM9 nnio,f0T9U5TO’(-") 


80^ 


182 


m\ 


40^ 


42 


20 : 


0^-yf4^ 

40 


51 


94 


105 


68 


122 


198 


303 




135 ijj i 207215 244 259 ^^^282 

tV-T;- r-r"PHH-r~'■'T-rV) t ( -r-7-r-| fV ■ r : s-j-p-.'-r-r r v-r: ■-r-}^-T--r-T T-r-r-rr-r v r i-t-f":-•-fr-i 7 rT-r ^ -n-rT- 7 -[-T^-:- r-;-^ m-p-T-rTpi-^ r-r-r'"tT- 

50 60 70 80 90 100 110 120 130 140 150 180 170 180 IOO 260 210 2^0 230 240 260 260 270 260 290 3OO 


Abundance 


8 ? 


~S 2 BrCOCAlN^' 


80^ 


60 i 


182 

i 


40! 


94 


105 


20 : ‘^2 


51 


: OL.^ 

m/Z'-> 40 


68 


122 


198 


—114 ! 135 ; 214222 

50 60 70 80 90 100 110 120 l3o 140 150 l 60 170 180 190 200 210 


244 259 


272 

■- 4 V. : . 


303 


230 240 250 260 270 280 290 300 


619054.D 


Thu Dec 23 15:39:46 2010 


Pege 2 


Folk_OIG_PRR_069548 





















Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM7\08_21_08\619055.D 

Operator : KAC 

Date Acquired : 22 Aug 2008 1:16 

Sample Name : BLANK 

Submitted by : DXP 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 


SbimcraS^ .. .... “ . ..TICT6T901B;D“ 

! ' I 


25001 



Ret, Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


619055.D Thu Dec 23 15:39:51 2010 


Page 1 


Folk_OIG_PRR_069549 












Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM7\08_21_08\619061.D 

Operator : KAC 

Date Acquired ; 22 Aug 2008 2:32 

Sample Name : BLANK 

Submitted by : DXF 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 


^bundance UO; 619061.0 



■Time-> ^ 2.6 o 2io ^00 3.50 4.b0" 4.50_ 5.00 TSo 6.00 ’^isO 7.6o_ 7.50 8.6o' abo 9^ 9.60 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


619061.D Fri Dec 24 09:56:11 2010 Page 1 


FolkOIG PRR 069550 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\08_21_08\619062.D 

KAC 

22 Auq 2008 2:45 



D 

62 

DRUGS 

RTE 


i^bundance 
t 25000001 

‘ 2000000 : 


4(74 


TICr6T90B2Xi' 


1500000 


lOOOOOO! 


2.29 


! 500000) 


2.05 i 


lTime-> ^ 2.66 ' 2.& 3.6o JfeO^ Tbo^ IFo ’ 5.00 ' 5.66 ' ‘ O^OO ' 6.50 7.66 ' 7.50 ’ 8.66 ‘ 8.50 '9.66 ' 9.66 


^.33 


Ret. Time 


Area Area % Ratio % 


2.054 
2.287 
2 .335 
4.744 


473804 

945373 

136486 

2704236 


11.12 
22.19 
3,20 
63.48 


17.52 
34.96 
5.05 
100.00 


619062.D Fri Dec 24 09:56:14 2010 


Page 1 


Folk_OIG_PRR_069551 













Area Percent / Library Search Report 


Information from Data File: 


File Name 

E:\SYSTEM7\08 21 08\619062.D 


Operator 

KAC 


Date Acquired 

22 Aug 2008 2:45 


Sample Name 



Submitted by 

DXF 


Vial Number 

62 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum Quality: 90 


C:\DATABASE\NIST98.L 


PK# RT 

Library/ID 

CAS# Qual 


2.05 C:\DATABASE\PMW_T0X2.L 

Cocaine-M/artifact -H20 
Metipranolol-M/artifact AC 
MDA-M (desmethylenyl-methyl-) 


ME 


000000-00-0 96 

000000 -00-0 38 
@ 000000-00-0 37 


i^bundance 


TsiVerage bF 2TD22“to^' ilB {-) 


1^2 


80; 


60 i 


40: 


20 i 


42 


51 


57 


62 


94 


122 


67 77 


106 


138 


166 


181 I 


A. iM i 62 hii 72 SOhli, 100 11,111 116 131 s ■ 147;.;. 

ni/z-> 40 45 50 55 60 65 70 75 80 85 90 95 lO0105110115120125 iBO 135140 145160 1551^ ite 170 lt5160 185 i 


Abundance 


~S3574: Co{^e^7^(tfacFH20' 


P76T 


152 


60! 


60; 


40! 


181 


20 : 


Ou.., 


82 


122 


94 


106 


138 


166 


r-p-l i rr-f . "TTp ' ^ nd"' 


;m/z-> 40 45 50 55 60 65 70 75 80 S'S 90 95 iOO 105110d6l20 125130 135140 145150 1551601651?0 175180185 , 


619062.D 


Fri Dec 24 09:56:14 2010 


Page 2 


Folk_OIG_PRR_069552 
















Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEM7\08 21 08\619062.D 



Operator 

KAC 



Date Acquired 

22 Aug 2008 2:45 



Sample Name 
Submitted by 

■■■■■ 






Vial Number 

62 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

90 


C:\DATABASE\PMW TOX2.L 

C;\DATABASE\NIST98.L 

Minimum Quality 

90 

PK# RT 

Library/ID 

CAS# Qual 

2 2,29 C:\DATABASE\PMW TOX2.L 




Cocaine-M (methylecgonine) 

007143-09-1 

93 


Cocaine 

000050-36-2 

38 


Cocaine-M (methylecgonine) AC 

000000 -00-0 

9 

Abundance 

i 

.Average of'CTBloXSfiGnTTitr; 

8 ? 


( 

! 

1 

I 80j 

1 

96 


1 

] 


60 i 
401 
20 ! 


42 


55 


68 


112 


122 1*55 182 

ni Ji:;47 .miii, 62..li;M74,.||iii.8a J,:in 106 J ^^^128 134 I 147 ,T I, 


199 


yii/z-> 40 50 60 70 80 90 100 110 120 130 140 . 150 lOO 170 l80 190 20O 


207 


'?tbun<iance 


80^ 


60! 


40: 


82 


^M'GTTCocatne-fvTfmethylecgbWrie) .P852' 


96 


201 


112 


168 


140 


155 


182 


mlz-> 40 50 60 70 80 90 100 1l0 120 130 140_ 150 160'^1^0 ^ W 

619062.D Fri Dec 24 09:56:15 2010 Page 3 


199 


200 


Folk_OIG_PRR_069553 




















Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEM7\08 21 08\619062.D 



Operator 

KAC 



Date Acquired 

22 Aug 2008 2:45 



Sample Name 




Submitted by 

DXF 



Vial Number 

62 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C;\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAStt 

Qual 


3 2.33 C:\DATABASE\NIST98 .h 


Pseudoecgonine methyl ester 

099189-88-5 

91 

Methylecgonine 

007143-09-1 

91 

Cyclopentylcyclohexane 

001606-08-2 

50 


jAbundance 


8 ? 


l^v^age^bf 12:^91d3?:4147nm ^ 


80: 


601 


96 


40 


201 


jTl/z-> 


(N.. 

i i 

= L 

; 1 1 
1 j 55 i 

: 1 

i ii 

) / 

; 4 

1 ^ ' 70 

^ . |i 

. 

;; i;; 


112 


140 


'«« ^ ““l33 i ,«® 


168 ^99 
182 


207 221 ' 


, ...J:,.... . :■ ;4't- ■ ^ T-t- *-4^-;- i-t-, T-r t-M-vt-t^ r-;— i~p r t ^ ; 

40 50 60 7'0 80 90 100 110 120 i:iO 140 150 iOO 170 1^0 190 200 210 220 | 


Abundance 


82 


#!J260't Pseudoecgdnine metfiyi esler 


80 i 


60 


96 


42 


40; 


20 : 


04,, 


55 


r4^ 


68 


112 


122 


140 155 


199 


4b 50 60 7'0_ 80 90 100 110 120 130 140 150 l60 170 .180 190 200 2j^0 220 


619062.D Fri Dec 24 09:56:16 2010 


Page 4 


Folk^OIG^PRR 069554 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 

E:\SYSTEM7\08 21 08\619062.D 


Operator 

KAC 


Date Acquired 

22 Aug 2008 2:45 


Sample Name 



Submitted by 

DXF 


Vial Number 

62 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

GAS# Qual 


4.74 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 


80 ! 


60 ' 


40 ; 


I 42 


20 ! 


'mlz-> 40 


51 


82 




162 


94 


105 


122 


198 


i ii : i I - 13 ^ 160 j: i 

50 60 70 80 90 100 1i0 120 1S0 140 150 160 170 180 190 200 210 2^0 


272 


303 


242 253 i 280 294 • 

TTr-p-rT i-iTT-’ r-rT-j-f-rT T-r-r-r'-rT-^-Y-r-rrTn'-'i-i 

250 260 270 280 20 O 3 d 0 


Abundance 

i : 

8? 

i 


“ ^29rCOCAlNE 


t 

j 

8o! 

i 






182 


60 : 
40 i 

20 i 


94 


105 


51 


68 


'm/z-> 40 


619062 .D 




122 
; 114 i 


135 


152 166 


198 

L 214 

■'■■■■fYv I TT-r^-i 


244 259 


272 


303 




50 60 70 80 9 b ' 10^110 120 ^^ M 150 !60 170 W 190 200 210^0 230 240 2 300 

Fri Dec 24 09:56:16 2010 Page 5 


Folk_OIG_PRR_069555 























Area Percent / Library Search Report 


Information from Data File; 

File Name : E:\SYSTEM7\08_21_08\619063.D 

Operator KAC 

Date Acquired : 22 Aug 2008 2:58 

Sample Name ; BLANK 

Submitted by : DXF 

Vial Number :' 2 

AcquisitionMeth; DRUGS 

Integrator ; RTE 


Abundance. ’' ” " TfCTGTSQBSX) 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 



Folk_OIG_PRR_069556 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\08_21_08\619079.D 
KAC 

22 Aug 2008 6:21 

BLANK 

2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


619079.D Thu Dec 23 15:40:23 2010 Page 1 


Folk_OIG_PRR_069557 







Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\08_21_08\619080.D 

KAC 

22 Aug 2008 6:34 

COCAINE STD 

80 

DRUGS 

RTE 


Abundance 

! ; 

j 

i 800000! 
I 600000 i 


~ ~ “‘TIC: 6T9a80TEJ 

4174 


4000001 


I 

20000 oj 


hfne-> 2ho 2.50 ‘ 3,00 

3.50 4.00 4.^6 ibo 

5.^6 

6.00 

6.50 ’ ' 7.00 ’ ' 7.d6 ' ' 8.bd ' ' 8.feo ' ' 9.bo b.ho . 






Ret. Time 

Area 

Area 

Q, 

O 

Ratio % 

4.739 

951554 

100 . 

00 

100.00 


619080.D 


Thu Dec 23 15:40:26 2010 


Page 1 


Folk_OIG_PRR_069558 









Area Percent / Library Search Report 


Information from 

Data File: 


File Name : 

E:\SYSTEM7\08 21 08\619080.D 


Operator : 

KAC 


Date Acquired : 

22 Aug 2008 6:34 


Sample Name : 

Submitted by : 

COCAINE STD 


Vial Number : 

80 


AcquisitionMeth: 

DRUGS 


Integrator : 

RTE 


Search Libraries: 

C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# RT Library/ID 

CAS# Qual 


4.74 C:\DATABASE\SLI.L 
COCAINE 


Abundance 


m 


60; 


000050-36-2 99 


82 


Average ot 4.7T2“To“4,S23 


182 


40; 


i 42 


20 ^ 


51 


94 


! i !i 


105 


122 


198 


i :i : 152 -j cfi . 979 

j; i - , i| . i i'i ’ '.114 ,1 135 ii; i 207 222 244 280 


303 


m^z-> _^0 _50 eb 7*0 80 bo ibo lTo tio 130 l 4 c) 150 'l bo' 170 1&"'l9b 260^210 2^0 230 240 2^0 2^ 2tb '2bb 2^0 300 


Aburidance 


80 i 


60! 


40 i 


20 


42 

i 51 


0 :: 


[ f 


8 ^ 


94 


i i! 


105 


68 ^ 


122 


^29:C0CA]NE” 


182 


114;j, 135 166 


198 


214222 244 259 


272 


303 


'm/z-> 40 so ' 60 70 80 90 100 110 1 ^0 130 140 1 SoTeo' 170 1^0 190 200 210 220 2io' 240 2^0 2^0 llo 260 2^0 'sio 


619080-D 


Thu Dec 23 15:40:26 2010 


Page 2 


Folk OIG PRR 069559 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\0 9_0 9_0 8\621120.D 
ASD 

9 Sep 2008 11:54 

BLANK 

1 

DRUGS 

RTE 



Abundance 


VrC: 62T12U:0 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


621120.D Thu Dec 23 15:42:51 2010 


Page 1 


Folk_OIG_PRR_069560 














Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E : \SYSTEM4\09_09_08\621121. D 
ASD 

9 Sep 2008 12:08 

COCAINE STD 

21 

DRUGS 

RTE 


Abundance 

r1200000; 

i 1000000I 
i 

i eoooooj 
; 600000I 


4127 


TrC;'62TT2T.D“ 


4000001 

20000 oj 


jTime-> 2.00 2.50 sM 3.S0 

4.00 4,b ' ibo 

5.b6' 

abb 

' abb ' 7.bb ’' 7.bb'' 8.bb s.bb ' o.bb' b.so 






Ret. Time 

Area 

Area 

% 

Ratio % 

4.271 

1093032 

100. 

00 

100.00 


621121.D Thu Dec 23 15:42:53 2010 Page 1 


Folk_OIG_PRR 069561 








Area Percent / Library Search Report 


Information from Data File: 

File Marne : E:\SYSTEM4\09_09_08\621121.D 

Operator : ASD 

Date Acquired : 9 Sep 2008 12:08 

Sample Name : COCAINE STD 

Submitted by 

Vial Number : 21 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search Libraries: C:\DATABASB\SLI.L Minimum Quality: 90 

C;\DATABASE\PMW_TOX2.L Minimum Quality; 90 

C:\DATABASE\NIST98,L 

PK# RT Library/ID CAS# Qual 


1 4.27 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\09_09_08\621122-D 
ASD 

9 Sep 2008 12:22 

BLANK 
LAG 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


621122.D 


Thu Dec 23 15:42:57 2010 


Page 1 


Folk_OIG_PRR_069563 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM4\09_09_08\621124.D 

Operator : ASD 

Date Acquired : 9 Sep 2008 12:49 

Sample Name : BLANK 

Submitted by : DXF 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 


{^bundarfce . TICrSCTISCD 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


621124. D Thu Dec 23 15:43:04 2010 Page 1 


Folk_OIG_PRR 069564 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : E;\SYSTEM4\09_09_08\621125.D 

Operator : ASD 

Date Acquired : 9 Sep 2008 13:03 

Sample Name : 

Submitted by : DXF 
Vial Number : 25 

AcquisitionMeth: DRUGS 
Integrator : RTE 

AFDndan5e“'.. ■“ ~ —...Trcr62TT25:U.. ~ .— ..... ~ 

' 8000000: 

: i I 

i I 1 

; 6000000; I 

; 4000000 ! j 

i ■ J 

! 2000000 i i| 

i I 3.51 II 

2.bo 3.66 " 3.5^' 4^ ’Zbo ' | 5^0 ' 6. 0 o" el^ ^ 8 . 5 T 9^ 050 


Ret. Time Area Area % Ratio % 


3.512 572171 5.52 5.84 

4.290 9795931 94.48 100.00 


621125.D Thu Dec 23 15:43:07 2010 Page 1 


Folk_OIG_PRR_069565 

















Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\09_09_08\621125.D 
ASD 

9 Sep 2008 13:03 


DXF 
25 

DRUGS 

RTE 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2,L 
C:\DATABASE\NIST98.L 


Minimum Quality; 90 
Minimum Quality: 90 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3.51 

C:\DATABASE\NIST98.L 






Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 



Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 



Imidazo [2, l-b]thiazole, 

2 ,3,5,6-tet 

006649-23-6 

96 


Abundance 


80 


60! 


40 


20 


73 


101 121 


I 


I 41 

ol li 


Awi^ df^;4fiB“td^6;^ifrr62U25X) ^ 
148 


204 


;nn/z--> 4 b 

iAbun^nce 

i 

80 

I 60; 


51 ! ! 89 j 

^ I i !ii . M 

J; : ;■!! i* iilUh •' 
60 80 100 


176 jF 

.._ ^ .^....... 281. 

^ ' 14^ 1® iSo^ ^6di" 2i6 24 o^’ 260 280 ' 30d 


340 


365 i 

■ I—j— r- r- \ 


f2636ljr f nru^z6|27i^l h f azdfe ^2,3;5r6-WfafT^rb^-pF^ 

148 


40- 


101 


I 73 



: 20; 

i . : 

127 


; 51 63 ; j ^ 

! 117 I 

176 !: : 

; : ■! i 


V- .i >■, 

vJ58 _ ji.. _ _ ._ .... _ ^ . . _ ^ i 


mfe-> 40 60 80 100 _l20_ 140 l8o l 80 200 2 2 0 240 260 300 3^ 340 SOO 

621125.D Thu Dec 23 15:43:08 2010 Page 2 


Folk_OIG_PRR_069566 


















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by 
Vial Number 
AcquisitionMeth; 
Integrator 


Data File; 

E:\SYSTEM4\09_09_08\621125.D 

ASD 

13:03 


25 

DRUGS 

RTE 



Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 4.29 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80’ 


82 


tAWa^bf^47To O06W.r621 
182 


6o; 


40 i 


20 ! 


94 


105 


42 


51 


68 


122 


: 0l 

40 

Abundance ' 


80; 


: 131140 •'52 166 I 


198 


303 


272 


: 207 216 226 239 249258 

r-T-j^'T-TT-r t . --pf' 


288 


! T. L I ^ . .1 ^ r p, i i ; i 4 't-txt .-iTT-rr-r t i ' i i rT-r^ryT rri-i-r ^-r-r-pr ! ! ’-r-f'TT’■■■"Tm-jT-’: ■ T-pr: ; i 

50 6^ 70 80 90 100J10 120 130 lOO 170 W l60 200 2l0 220 2i0 24o 250 260 270 280 2^0 300 

“ ““ ' “ “ ~ ~mvco cmE 

8? 


182 


601 


40; 


94 


105 


20 ] 


51 


68 


122 


i o; 

m/z-> 40 




135 ise 


198 


^ ■] H : r r-| Y-H r-pr- 


aili: 


214222 


272 

244 259 i 


303 


:'l r 


50 60 70 80 90 lOO 110 120 130 140 150 160 170 180 190 200 210 220 280 240 250 260 270 280 290 300 


621125.D 


Thu Dec 23 15:43:08 2010 


Page 3 


Folk_OIG_PRR_069567 


















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

E:\SYSTEM4\09_09_08\621126.D 
ASD 

9 Sep 2008 13:16 

BLANK 
DXF 
1 

DRUGS 

RTE 


RBuriaanc^.. “ .. ~ “ TtCr65Tr26'.T5- 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


621126.D Thu Dec 23 15:43:12 2010 Page 1 


Folk_OIG_PRR 069568 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\0 9_0 9_0 8\621127.D 
ASD 

9 Sep 2008 13:30 


DXP 

27 

DRUGS 

RTE 


Abundance 

I 8000000i 
? 6000000I 

i 

\ ; 

; 4000000i 

i 2000000) 


4)29 


TfCT 624127:0“ 


[rime-> 2.00 2 .M 3.bo 3.50 4.00 ' 4 .bo' sSo ' 5,50 6.66 6.50 ToO ' 7.50 8 . 6 o "8.50 ’ 9 . 6 o 9^0 


Ret. Time 


Area Area % Ratio % 


4.289 


11854634 100.00 100.00 


621127.D 


Thu Dec 23 15:43:16 2010 


Page 1 


Folk_OIG_PRR_069569 








Area Percent / Library Search Report 


Information from Data Pile: 



Pile Name 

E:\SYSTEM4\09 09 08\621127.D 



Operator 

ASD 



Date Acquired 

9 Sep 2008 13:30 



Sample Name 




Submitted by 

DXF 



Vial Number 

27 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries 

5: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


1 4.29 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 





















Area Percent / Library Search Report 


Information from Data File: 

File Name ; E:\SYSTEM4\09_09_08\621128.D 

Operator : ASD 

Date Acquired : 9 Sep 2008 13:44 

Sample Name ; BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 


lAbundance TfC: 62'fT28.Cr 


1500: 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


621128,D Thu Dec 23 15:43:19 2010 


Page 1 


Folk_OIG_PRR 069571 















Area Percent / Library Search Report 


Information from Data File: 


File Name : E:\SYSTEM4\09_09_08\621143.D 

Operator ; ASD 

Date Acquired : 9 Sep 2008 17:10 

Sample Name : BLANK 

Submitted by : 

Vial Number : 2 

AcquisitionMeth: DRUGS 
Integrator : RTE 

Abundance .. ““ . ~Trcr62TT43U .. 


Abundance .. ““ . ~Trcr62TT43U 



Ret, Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


621143.D Thu Dec 23 15:43:50 2010 


Page 1 


Folk_OIG_PRR_069572 














Area Percent / Library Search Report 


Information from Data File; 


File Name ; E:\SYSTEM4\09_09_08\621144.D 

Operator : ASD 

Date Acquired : 9 Sep 2008 17:24 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 44 

AcquisitionMe th: DRUGS 

Integrator : RTE 

Abundance ~ 'TIcr62ni4;D 

4127 

: 1200000; r 


1000000' 
800000i 
600000i 

400000] 
200000 ^ 


i Uh-r-T-i ■ 

Time^-> 2.00 2,50 3.00 

"^.oo ^ 4.00 ’ ’Tio smo^ 

5.50' 

6,00 ' 

6.50 7,00 7.50 abo 8.50 9.00 9.bb 








Ret. Time 

Area 

Area 

% 

Ratio % 


4.270 

1170101 

100. 

00 

100.00 



621144.D Thu Dec 23 15:43:53 2010 Page 1 


Folk_OIG_PRR 069573 










Area Percent / Library Search Report 


Information from Data File: 

File Name 

E:\SYSTEM4\09 09 08\621144.D 

Operator 

ASD 

Date Acquired 

9 Sep 2008 17:24 

Sample Name 

COCAINE STD 

Submitted by 
Vial Number 

44 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT 

Library/ID 


CAS# Qual 

1 

4.27 

C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 

!Abimdan^' 

1 1 


Average^4:249 to^71(Tiln.:^1144.D {T 
8j2 182 

! 

1 80! 


i 


s 

6 oi 


94 


i 

40^ 

i ! 


i I 105 


i 

i 


42 


205 


65 


67 


122 


m 






140 


152 


'm/z-> 70 8b' 90 ibo 110 ^io l30140150 ib0170 1^0190 


166 


198 


208 223 


244 

I'h ■ 'T 


272 

259 I 283 


303 

! 


341 I 


lAbundance 


82 


-mwrcouAm^- 


80- 


60^ 


182 


40; 


94 


105 


i 42 


20 i 


Wz-> ° 40 ^ sB'Boo 1 1 o 1 201 so 1 40 ^50 160 1 io 1 oFiBb 2002to 220 sib 260 276 280280 sboF 0 iiMip 340 


55 68 ^ J 


t. 


122 




135 


152 166 


198 


) : 
'r-l i-T->|+'^ r;- . ! 


214 


244 259 


272 


303 


621144.D Thu Dec 23 15:43:54 2010 


Page 2 


Folk_OIG_PRR_069574 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\0 9_09__08\621145 .D 
ASD 

9 Sep 2008 17:38 

BLANK 
KAC 
2 

DRUGS 

RTE 


Abundance ....TIC;' 6 ^^ 1145.0 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


621145.D 


Thu Dec 23 15:43:57 2010 


Page 1 


i 

f 


i 

t 


Folk OIG PRR 069575 

















Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

E;\SYSTEM7\10_03_08\624437.D 
DCS 

3 Oct 2008 16:02 

BLANK 


i/c 






1 

DRUGS 

RTE 


0 / 







Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


624437.D Thu Dec 23 15:45:35 2010 Page 1 


Folk_OIG_PRR_069576 












Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM7\10_03_08\624438.D 

Operator : DCS 

Date Acquired ; 3 Oct 2008 16:15 

Sample Name : COCAINE STANDARD 

Submitted by : 

Vial Number : 38 

AcquisitionMeth: DRUGS 
Integrator ; RTE 


Abunda]^ 

I 8000001 

i 

; 600000; 


4j73 



400000^ 

200000 : 


! 


' OLt- . , ; : 

frime-> 2.0O 2.50 3,00 

3.5o"'4.66 '4.feo' ' 5.00 

5.50 6.00 

6.50 ' 7,fa6 ' 7.50 __8.b6_ 8, bo ' 9.00 S.bo ' J 

Ret. Time 

Area 

Area % 

Ratio % 

4.733 

852856 

100.00 

100.00 


624438.D Thu Dec 23 15:45:37 2010 Page 1 


Folk_OIG_PRR 069577 









Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEM7\10 03 08\624438.D 



Operator 

DCS 



Date Acquired 

3 Oct 2008 16:15 



Sample Name 

COCAINE STANDARD 



Submitted by 




Vial Number 

38 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CASfi 

Qual 


4.73 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 


99 


^Abundance 


82 


df'43?071o“4:^^^ 

182 


80. 


60 i 


40^ 


94 


105 


42 


2o; 

i 0^ 

'rnfz->_ 40 
Abundance 

i 80’ 

i 60' 

i 40] 

! 


; I i 


51 


67 


,-i:, ii 


122 
,114 


152 


198 


303 


166 


207 222 242 260 


272 


281 


- 1 -i-h WT T-r-f -i y^r^44-7-:-:-v^ ^ -r-^r^Vr- ^ j ^THTTyr^ .'! 

50 60 70 80 90 100 liO 120 130 140 150 160 170 l60 1^0 260 2^0 220 230 240 260 2^0 270 280 290 300 


8? 


“ “#29TC0CA1RE ' 


182 


94 


105 


51 


68 


122 


■ 0-.-i 

’m/Z'”> 40 


so"' 60' 80 "90 * 1 oo'^l 10 1 ab^^l3o" 140 160’ 160 170 ibo 1^0 200 210 !^23o’ 240' 2^260' 2fb"2bo 29o’ 3(io 


^ : 114 

... .... 


135 166 


198 


214222 


244 259 


272 

r-r : : k 


303 


624438 .D 


Thu Dec 23 15:45:38 2010 


Page 2 


Folk_OIG_PRR_069578 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEH7\10_03_08\624439.D 

DCS 

3 Oct 2008 16:27 

BLANK 
MGL 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


624439.D 


Thu Dec 23 15:45:41 2010 


Page 1 


Folk_OIG_PRR_069579 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\10_03_08\624453.D 

DCS 

3 Oct 2008 19:25 

BLANK 
KAC 
2 

DRUGS 

RTE 


jAbundance 

1500l 


1000j 


5001 





iime-> 2 . 6 o ~ ifeo 3^00' Tfeo 4.b6 4.50 aSo S.bo^'6.^ .6.50 7.00 7.bo^8.00 aSo '^6o 9.So^ 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


624453.D Thu Dec 23 15:46:37 2010 


Page 1 


Folk_OIG_PRR 069580 












Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\10_03_08\624454.D 

DCS 

3 Oct 2008 19:38 


KAC 

54 

DRUGS 

RTE 


[Abundance TIC": 624454.(1 

i 4,73 

; 1200000 

i looooooi 

; 800000 i * 


i 


1 


i eoooooi 

i i 

i 

400000! 

i 

j 2000001 


'Time-> 2.00 2.56 3.6o' 

3.60 4.00 4.50 ’ 6.00 

5.56 6.00 ’ 

' afeo' ’ 7.00 7^0 ’ abo ’ abo ^ b.bb oib' ’ 


Ret. Time 

Area 

Area % 

Ratio % 

4.733 

1210557 

100.00 

100.00 


624454,D Thu Dec 23 15;46:40 2010 


Page 1 


Folk_OIG_PRR 069581 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\10_03_08\624454.D 

DCS 

3 Oct 2008 19:38 



54 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


4.73 C:\DATABASE\SLI.L 
COCAINE 


Minimum Quality. 90 
Minimum Quality: 90 


CAS# 


000050-36-2 


Qual 


99 


Abundance 


801 


60: 


40 i 


82 

i 


94 




ll 1 I 

20 

42 

i 

; 


■ 1 

'i ! 

' ( 1 

j j 

! 0 

.»■ 



105 


182 


122 

J 135143^^^ 


198 


208 222 242 259 


272 


281 


303 


40 50 60 70 § 0_90 W 110 1^0 1^0 140 150 1^0 170 1^0 190 200 210 220 230 240 250 2^0 2 70 280 2^0 300 
"" ... ”” #29:1::UCAJNE"“ “ .. ... .. 


Abundance. 


80; 


8^ 


182 


60 


40! 


20 ; 


42 


51 


94 


106 


122 


198 


303 


o: .,. 4. J .._.244^25^ ... 

miz-> 40 50 60 70 80 9i) 100 110 l20 130 140 160 160 170 180 100 260 210 2^0 230 240 250 2^0 270 2^0 200 300 


624454 .D 


Thu Dec 23 15:46:41 2010 


Page 2 


Folk_OIG_PRR_069582 

















Area Percent / Library Search Report 


Information from Data File: 


File Name : E:\SYSTEM7\10_03_08\624455.D 

Operator : DCS 

Date Acquired ; 19 ; 51 

Sample Name : 

Submitted by : KAC 

Vial Number ; 55 

AcquisitionMeth: DRUGS 
Integrator : RTF 

Abundance TfC; '624455.D 

i 1400000) 


: 1200000 ; 

; 1000000 ) 
i 800000; 

600000j 

; 400000 

; L 

! 200000 : 

i ., 

iime-> 2.00 2.50 3.M 


Ret. Time 

Area 

Area % 

Ratio % 

4.733 

1358280 

100.00 

100.00 


624455.D Thu Dec 23 15:46:44 2010 Page 1 


Folk_OIG_PRR_069583 











Area Percent / Library Search Report 


Information from Data File: 

File Name ; E:\SYSTEM7\10_03_08\624455.D 

Operator : DCS 

Date Acquired : ^^^Oc^^^OS 19:51 

Sample Name : 

Submitted by : KAC 

Vial Number : 55 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.73 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


'Abundance ..Average of'47707 to 4,87T min.r024455rD7p) 

i : 8 ^ 




624455.D Thu Dec 23 15:46:45 2010 Page 2 


Folk_OIG_PRR_069584 




































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\10_03_08\624456.D 

DCS 

3 Oct 2008 20:03 

BLANK 
LAG 
2 

DRUGS 

RTE 


Abundance 


1500i 


10001 


500i , 


, -.if 




i I.!‘ 

.'.If' 




^ime-> ibo ’ ^00 ’ 3.50 ’ ' 4.bo ’ ' 4.b6 ’ ' 5.00 5.bb' 6^00 6.ho 7.bo 7.bo ' 8.00 8.bb 9.66 9.b6 i 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


624456.D Thu Dec 23 15:46:49 2010 


Page 1 


Folk OIG PRR 069585 













Area Percent / Library Search Report 


Information from Data File: 

File Name 

E:\SYSTEM7\10 03 08\624459.D 

Operator 

DCS 

Date Acquired 

3 Oct 2008 20:41 

Sample Name 

BLANK 

Submitted by 
Vial Number 

2 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


iAbundance ' TtCr^445TO" 



lrime-:> zbo _2.50 _"zbO . S ^ 4.^ ^,bo ’ ' sio ^6.00 ~" 6.5Q 7.bo '..7^b^_8^00 "^ 5^0 9. 1)0 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


624459.D 


Thu Dec 23 15:47:39 2010 


Page 1 


Folk_OIG_PRR_069586 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\10_03_08\624460.D 
DCS 

3 Oct 2008 20:54 

COCAINE STANDARD 

60 

DRUGS 

RTE 


Abundance 

800000I 


4j73 


Tlbr824[iMU 


: eoooooi 

I 4000001 

! I 

i 200000i 

! j 


|T/nie-> 2.00 2.60 

‘ ibo ' 3.50 4.bo 4.50 ' 5.bo 

6,50 

6.00 

' 6.bo ' 7.00 ' 7,bo 8.00 ' 8.50 ' 9.00 ’ 9.bo ' ’ | 


Ret. Time 

Area 

Area 

% 

Ratio % 

4.733 

899705 

100 . 

00 

100.00 


624460.D Thu Dec 23 15:47:42 2010 


Page 1 


Folk OIG PRR 069587 








Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM7\10_03_08\624460.D 

Operator : DCS 

Date Acquired : 3 Oct 2008 20:54 

Sample Name : COCAINE STANDARD 
Submitted by : 

Vial Number : 60 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.73 

C:\DATABASE\SLI . L 

COCAINE 

000050-36-2 

99 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\10_03_08\624461.D 
DCS 

3 Oct 2008 21:07 

BLANK 
LAG 
2 

DRUGS 

RTE 


^SGndance... ... —.... TrC:62'4Wrtr 



;Tfme--> _2.()0 2.^6' 3.00 4.00 _456 ^ iso' ’ 6.6o 6.50 "^ .00 7.fe0 iOO 



"o.ob " 9.bb 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


624461.D 


Thu Dec 23 15:47:49 2010 


Page 1 


Folk OIG_PRR_069589 











